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TAGS: OTRA, OGEN, TBIO, JA 

SUBJECT: EDA ENGINEERS VISIT TO JAPAN: CONTROL OF RADIATION 
FROM MICROWAVE OVENS 

REEERENCE: STATE 199698; TOKYO 10924 

1 . EDA ADVISES THAT ENGINEERS, BUREAU OF RADIOLOGICAL 
HEALTH SUGGEST FOLLOWING REVISION IN ITINERARY DUE TO 
JAPANESE HOLIDAY, NOVEMBER 4TH AND FACT THAT HITACHI 
PLANT WILL BE CLOSED NOVEMBER 5TH AND 6TH AS WELL. 

OCT 24, 1974 - EMBASSY, ETC. 

OCT 25, 1974 - HITACHI 
OCT 28, 1974 - SANYO 
OCT 29, 1974 - SHARP 
OCT 30, 1974 - MATSUSHITA 
OCT 31, 1974 -TOSHIBA 

2. PLEASE ADVISE SOONEST AS TO DEFINITIVE SCHEDULE EOR 
FDA VISITORS. KISSINGER 
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